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Boisterous or rough play are potentially causitive factors of pool
accidents.
9. Safety Precautions.
Each public swimming pool, except Types "C", "D" and "E" shall
have at least one elevated lifeguard chair. One shall be presumed to be
adequate for 2,000 square feet or fraction thereof. Where pool is
provided with more than one lifeguard chair and the width is 40 feet
or more, they shall be located on each side of the pool.
The pool area shall be locked up when not under supervision. One
or more life guards must be on duty at all Types "A" and "B" pools at
all bathing hours. A properly equipped first aid kit with at least one
attendant trained in its use should be on hand at all times.
Solo bathing should not be allowed. Equipment on hand should
include a stretcher, two woolen blankets, one or more light but strong
poles, and one or more ring buoys. There should be a telephone with a
list of emergency telephone numbers.
Public Health Reasons
These precautions will minimize chances of accident and provide
emergency equipment when needed.
10. Drinking Water.
Drinking water reported as satisfactory by the State Board of Health
Laboratory shall be provided. Periodic samples shall be collected by a
representative of the regulatory health agency and sent to the State
Board of Health Laboratory for analysis.
Public Health Reasons
If potable water is not provided for drinking, patrons and employees
may conceivably consume water of a quality detrimental to their health.
11. Concession Stands.
If the pool is of the type not requiring fencing, and drinks are con-
sumed by the patrons in the swimming area of these pools, no contain-
ers of glass or other material that may be a hazard to bathers' feet will
be allowed.
Public Health Reasons
Bathers are naturally barefooted and if glass or other material that
may be a hazard to bathers' feet are kept out of the pool and swimming
area, accidents will be minimized.
12. Operation Reports.
Operation reports as required by the regulatory health agency shall
be accurately made and sent to said agency.
Public Health Reasons
Records of proper operation are important to prevent accusations
that the pool is responsible for any communicable disease, skin, eye,
ear or nasal infection. Without records, there is no defense.


